From: Eudy, Ken [/0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 

(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=559B029A243848E7AFD724EED4610137-KEUDY1] 

Sent: 10/9/2017 9:56:58 AM 

To: White, Julia W [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=d92f33e7d43e44a9bl5d6ec92e2348cb-jwbuckner] 

Subject: Fwd: [External] RE: thank you and a follow up 

Attachments: EDF NCDEQ Pipelines FERC 9_28_17 final.pptx; ATT00001.htm; NCUC Order; G-5, SUB 568.pdf; ATT00002.htm 


Ken Eudy 
919.637.1962 

Begin forwarded message: 

From: "Mundt, Jennifer" < Jennifer.Mundt@ncdenr.gov > 

Date: October 6, 2017 at 9:31:34 AM EDT 
To: "Eudy, Ken" < ken.eudv@nc.gov > 

Cc: "Kelley, Mary P" < Marv.Kellev@ncdenr.gov > 

Subject: FW: [External] RE: thank you and a follow up 

Good morning, Ken. 

Attached are the materials from last week’s natural gas fuel procurement meeting from Natalie Karas at 
EDF. 

Best, 

Jennifer 

From: Natalie Karas [ mailto:nkaras@edf.org1 
Sent: Friday, October 06, 2017 9:00 AM 

To: Mundt, Jennifer < Jennifer.Mundt@ncdenr.gov >; Naim Jonathan Peress < iperess@edf.org > 

Cc: David Kelly < dkellv@edf.org >; Kelley, Mary P < Marv.Kellev@ncdenr.gov > 

Subject: [External] RE: thank you and a follow up 


CAUTION: This email originated from outside of the organization. Do not click links or open attachments unless 
you verify that the attachment and content are safe. Send all suspicious email as an attachment to 
report.spam@nc.gov . 


Hi Jennifer, 

Thank you for the opportunity to present, and I've attached the presentation slides. 

Most states have sharing mechanisms in place to split revenues between ratepayers and shareholders. 
In North Carolina, that split is 75% for ratepayers and 25% for shareholders. The attached case at page 4 
explains in detail this sharing mechanism for Piedmont. 


Best, 

Natalie 














Natalie Karas 

Senior Regulatory Attorney 

Environmental Defense Fund 

1875 Connecticut Ave, NW 
Washington, DC 20009 
T 202 572 3389 

nkaras@edf.orq 

edf.orq 


From: Mundt, Jennifer [ mailto:jennifer.Mundt@ncdenr.gov1 
Sent: Friday, September 29, 2017 4:40 PM 

To: Naim Jonathan Peress < iperess@edf.org >; Natalie Karas < nkaras@edf.org > 

Cc: David Kelly < dkelly@edf.org >; Kelley, Mary P < Marv.Kellev@ncdenr.gov > 

Subject: thank you and a follow up 

Jonathan and Natalie, 

Thank you both again for your participation in our discussion yesterday! I hope you can assist me with 
the following two requests. 

First, can you provide me with a copy of your slide deck? Several folks have asked for it for reference 
purposes as well as for the benefit of the few who had to leave early. 

Second, during your remarks, Jonathan, I believe you referred to one state that requires utilities that sell 
excess gas on the secondary market to split those profits with rate payers. Can you point me to that state 
and its relevant statutes/policies? 

Many thanks in advance, 

Jennifer 

Jennifer R.F. Mundt 

Policy and Innovation Advisor 

North Carolina Department of Environmental Quality 

0:919.707.8406 M: 919.441.7430 

jen n [fei .mund t@ncdem\gov 

1601 Mail Service Center 
Raleigh, North Carolina 27699-1601 

Email correspondence to and from this address is subject to the 
North Carolina Public Records Law and may be disclosed to third parties. 


This e-mail and any attacliments may contain confidential and privileged information. If you ai-e not tlie intended recipient, please notify the sender 
immediately by return e-mail, delete this e-mail and destroy any copies. Any dissemination or use of this information by a person other than the intended 
recipient is unauthorized and may be illegal. 


Email correspondence to and from this address may be subject to the North Carolina Public Records Law and may be disclosed to third parties by an authorized 
state official. 











